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1. EMBASSY HAS CONTACTED 'JUGOLEK", WHICH INDICATED THAT, IN 
ADDITION TO MOTHERS' AND CHILDREN S HOSPITAL, THEY PLAN TO BE 
INVOLVED IN ONLY ONE OTHER FULL-SCALE HOSPITAL PROJECT TTO BE 
EQUIPPED IN THE FORESEEABLE FUTURE. THIS HOSPITAL IS THE 
CLINICAL CENTER AT U. OF BELGRADE, WHICH IS STILL IN THE 

DESIGN STAGE AND WILL BE COMPLETED IN APPROXIMATELY TEN YEARS. 

SINCE EQUIPMENT FOR THIS HOSPITAL WILL NOT BE PROCURED FOR 
SEVERAL YEARS, THE PROJECT REFERRED TO IN U.S. FIRM'S INQUIRY 
IS PROBABLY MOTHER’S AND CHILDREN'S HOSPITAL. PLEASE NOTE, 

HOWEVER, THAT JUGOLEK ACTS AS AN IMPORTER FOR MEDICAL EQUIPMENT 
AND REGULARLY SUPPLIES EXISTING HOSPITALS. 

2. EMBASSY ALSO CONTACTED DEPUTY DIRECTOR MOTHER'S AND CHILDREN'S 
HOSPITAL, DR. RODOLJUB DAVIDOVIC, WHO TOLD US THAT SERBIAN GOVT 
HAS NOT YET ALLOCATED FUNDS FOR PROJECT BUT HAS MADE A 
FINANCIAL COMMITMENT, WHICH HAS ENABLED HOSPITAL TO ARRANGE BANK 
CREDITS AND MAKE PURCHASE DECISIONS FOR SOME EQUIPMENT. IN 
SEPARATE CONVERSATION HOSPITAL DIRECTOR VUKAN CUPIC LAMENTED THAT 
SERBIAN AND BELGRADE CITY GOVT COMMITMENTS ARE BARELY ENOUGH 

FOR HOSPITAL'S MINIMUM REQUIREMENTS. TO MOVE BEYOND SHADOW OPERATION, 
CUPIC STATED, HOSPITAL REQUIRES ADDITIONAL FUNDS, ESPECIALLY FOR 
INTENSIVE CARE AND SURGICAL EQUIPMENT. HE PROMISED TO INFORM 
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EMBASSY AS MONEY BECOMES AVAILABLE AND SALES OPPORTUNITIES DEVELOP. 
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3. WITH MONEY AS YET UNAVAILABLE FOR MORE THAN HOSPITAL'S MINIMUM 
REQUIREMENTS, USDOC SHOULD NOT DISCOURAGE U.S. FIRMS FROM RESPONDING 
TO INQUIRIES FROM JUGOLEK, BUT U.S. SUPPLIERS SHOULD NOT EXPECT 
IMMEDIATE SALES. 
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